Message 


From: Stevenson, Allan (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMA!L- 

Ol/CN=RECIPIENTS/CN=ALLAN.STEVENSON] 

Sent: 6/20/2008 12:59:38 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=REC!PIENTS/CN=James.Hanchett]; Farak, Sonja (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MASSMAIL-01/CN=RECIPjENTS/CN=Sonja.Farak]; Pontes, Rebecca (DPH) 
[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=:MASSMAIL-01/CN=RECIPIENTS/CN=Rebecca.Pontes] 
Subject: FW: Scheduled Power Outages 


-Original Message- 

From: Kielb Yvonne [mailto:kielb@admin.umass.edu] 

Sent: Thursday, May 29, 2008 8:39 AM 

To: sephton@admin.umass.edu; chargalical@schoolph.umass.edu; dgarbiel@facil.umass.edu; Shaw Tom; allan 
Stevenson; Christine rogers; Bergeron Dave; James Hachett; Jeff Doherty; john Clark; Joseph kunkel; 
justin Cobb; Kathleen Arcaro ; Leslie Smith; maryann steele; maryanne wells; Michael L Muilenberg; mike 
swain; PAtti Cromack; sally ives; sharon salem 
Subject: FW: Scheduled Power Outages 

This email below is unrelated to the Mor 1 Elec upgrades which we are taking care of critical areas. 

Yvonne T. Kielb 
Senior Project Manager 
Facilities and Campus Planning 
University of Massachusetts 
(413) 545-6517 (VM) 
main office 545-1383 

u Please consider the environment before printing this email. 

-Original Message- 

From: massmail-l-bounces@oit.umass.edu [mailto:massmail-l-bounces@oit.umass.edu] On Behalf Of 

jmathews@admin.umass.edu 

Sent: Thursday, May 29, 2008 6:02 AM 

To: massmail-l@oit.umass.edu 

Subject: Scheduled Power Outages 


The campus will be testing the new Central Heating Plant (CHP) during 
the day on Saturday June 21. As a result of the testing, the campus 
will experience intermittent power outages on Saturday, June 21, 
beginning at 6 a.m. and lasting intermittently throughout the day until 
approximately 9 p.m. These outages will cause power disruptions across 
campus, with each lasting from a few seconds up to an hour. The power 
outages are necessary to connect the new CHP to the campus electrical 
distribution system, and to test those connections for safety and 
reliabi1ity. 

We are sending this notice in advance to provide an opportunity for the 
campus community to raise any questions and concerns. Please call John 
Mathews, Assistant Director of Facilities and Campus Planning, at 
545-6442, or email jmathews@admin.umass.edu. 

In scheduling these outages, we understand the importance of everyone's 
work and study. We hope that you and your departments will prepare for 
these tests to protect your vital systems. We recommend that computer 
servers be shut down and computers turned off for the duration of the 
outages on Saturday. We are working with science and research facilities 
to manage their critical experiments, incubators, and freezers. Look for 
more information at: www.umass.edu/fp 

Thank-you for your cooperation in this regard. 


John Mathews, P.E., MPA 

Assistant Director of Campus Projects 

Facilities and Campus Planning Division 

Farak email PRR 004502 
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